Now,   once you get  the pilot,   I think within 15
seconds you got  to have an established pilot within 15
seconds  for the main gas  to open, which is a motorized
safety shut-off valve  for the gas.     Once you establish
pilot,   that  opens.     Now,   I never seen one open without
establishing a pilot,   although I think,  like I said,  it
is probably possible.     I never saw it.

Q.     Do you believe it  is safe or unsafe to  to light
it  that way?

A.     I think it  is safe.

Mr.   Stubblebine testified  that at  the present  time the No.   6 dryer
purge cycle is working,  but  that in the past  there was a problem with an
electrical alloy which would affect  the purge cycle.     However,  since 1979
he has never known the purge cycle on the No.   6 dryer to be "jumped out"
(Tr.   268).     Since May 1980,   a new conveyor was installed alongside the
dryer and  the railing was moved back somewhat and made higher.    Although
the water and sand problems around the dryer were "bad" in 1979,   it is
now under control   (Tr.   269-270).

On cross-examination, Mr.   Stubblebine stated that while sand and
water was present in the dryer area in May 1980, he observed no "build-up"
of  such materials.     He indicated that  it was  a common practice to climb
over  the railing and stand on an adjacent  I-beam next to  the cover to light
it.     He also observed a foreman light  the pilot with material wrapped around
a hangar wire and he considered that  to be the "worst way"  to light it
(Tr.   270-274).

Mr.   Stubblebine stated he had heard talk among some employees that
lighting the dryer pilot with paper was unsafe,  but he believed the
majority of talk is not by the dryer operators but by others.    He also
indicated that  the dryer operators are normally responsible for lighting
the  dryers and that  laborers would be expected to do  this  if they were
assigned the job.     He could not explain the notation on the dryer instructions
(exhibit G-2)   that  the purged had been "jumped out".     Even if it were jumped
out,   he would still not be reluctant  to light it with a piece of paper.
However,  he has known of instances where  the purge was  "jumped" or "shorted"
to  save the three to  five minutes waiting time for the purge cycle to start
again.

Mr.   Stubblebine explained the operation of the dryer purge system,
and stated that  if  the pilot does not light  the first time,  another three
or  four minutes will pass before an attempt  to again initiate pilot can
be made.     He indicated that  "you just keep going until you get it lit",
and   "that  is where you can run into a problem"  (Tr.   279).     He explained
that he did not know what  could occur with the dryer, but with a blast
furnace,   repeated attempts  to  initiate pilot could cause a gas build-up
"inside  the blast  furnace that would blow".     He believed any such gas
build-up in the dryer would disperse into the air because it is so open
(Tr.   279).

1033e dryer had been substantially modified since he first observed
